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29 May 1956 


MEMORANDUM FOR : Project Director of Aduinistration 


SUBJECT + Sterile Talephone for | oes 
Rame-Yooldridge Corporation. 


25X1A 


1. This is to advise thet I of ine 
Remo-Wooldridge Corporation, now has a sterile telephone 
thet can be used without going through the switchboerd of 


2s The new sterile phone mmber is 
Los Angeles, California. 
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